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UNCLASSIFIED 

PAGE 01 TEL AV 06804 121205Z 
ACTION SCS-05 

INFO OCT-01 ISO-OO H-02 /008 W 

057953 121212Z/47 

P 121 122Z SEP 77 

FM AMEMBASSY TEL AVIV 

TO SECSTATE WASHDC PRIORITY 8217 

UNCLAS TEL AVIV 6804 

E.O. 11652: N/A 

TAGS: CASC, IS: (LEVINE, CARL) 

SUBJECT: WAV HOSPITALIZATION CARL LEVINE 

REF: STATE 215432 

1 . CONGRESSMAN DON MITCHELL INTERESTED. 


Message Text 


2. UPON RECEIPT OF REFTEL, EMBASSY CONTACTED MRS. NURIT, 

A SOCIAL WORKER AT UPPER NAZARETH MUNICIPALITY (TELEPHONE 
065-54991). SHE ADVISED US THAT MR. LEVINE, WHO HAD BEEN 
TREATED FOR JAUNDICE AND A BROKEN RIB, WAS RELEASED FROM 
HOSPITAL ON SEPTEMBER 4. MRS. NURIT VISITED MR. LEVINE AT 
HIS HOME ON SEPTEMBER 12. A SOCIAL WORKER IS HELPING 
MR. LEVINE, AS HIS WIFE IS CRIPPLED. WE ARE UNABLE TO 
CONTACT MR. LEVINE DIRECTLY, AS THERE IS NO TELEPHONE IN 
THEIR HOME. HE GAVE PERMISSION TO MRS. NURIT TO RELEASE 
THE INFORMATION TO THE CONGRESSMAN AND FAMILY. 

LEWIS 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 12-Sep-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977TELAV06804 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770329-0828 
Format: TEL 
From: TEL AVIV 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770972/aaaacjek.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: aa580548-c288-dd11-92da-001cc4696bcc 

Office: ACTION SCS 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 215432 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1302968 
Secure: OPEN 
Status: NATIVE 

Subject: W/W HOSPITALIZATION CARL LEVINE 
TAGS: CASC, IS, (LEVINE, CARL) 

To: STATE 
Type: TE 
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